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rectly the presence or absence of oil at usual producing depths,
,sed on the modification of electrical properties of the rock by
e insulating or other properties of oil itself. On the other hand,
ictrical methods have many useful applications for indicating
inerals, ground water, etc., and in engineering applications,
ch as indicating depth to bedrock in connection with proposed
nstruction, such as dams, bridges, or tunnels.